RICHARD     III
Richard's personal appearance : the evidence of his portraits and his contemporaries both go to prove that his looks were undoubtedly against him. (He was not, however, probably hunchbacked as is generally supposed ; his affliction was no worse than, a slightly withered arm, a disfigurement "which has had a disastrous effect on the character of more than one monarch.) While Edward was famous for his handsome and pleasing appearance, the unfortunate Richard always looked the heartless villain he was, and presumably people were as apt to base their judgment on appearance in the fifteenth century as at any other time*